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To  the  Chairman  and  Membors  of  Crook  & Wlllln.:!;ton  U.D.CQuncllt 
Ladles  and  Gont lemon. 

Ministry  of  Health  Circular  42/51  of  10th  Docombcr,  1951, 
states  that  the  i\nnual  Report  of  the  i-^odical  Officer  of  Health  for 
1951  is  to  bo  prepared  on  the  lines  of  that  for  1950, 

The  demand  for  houses  is  as  ^roo-t  as  over  and  there  is 
still  a considerable  amount  uf  overcrowding, 

^ Once  again,  I have  to  thank  all  the  Council  Officials, 
for  thSir  help,  oa.po dally  Ml’,  Oraand,  Mr,  Coates.  Mi?,  Hall,  and 
fir,  Cummings, 

I vdsh  to  thank  you,  ladies  and  gentlemen,  for  your 
continued  interest  and  encouragement, 

I have  the  honour  to  bo,  ladies  and  gentlemen. 


Your  obedient  Servant, 

FENWICK  LISHMAN, 

Medical  Officer  of  Health, 


Digitized  by  the  Internet  Archive 
in  2017  with  funding  from ' 
Wellcome  Library 
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I ,:avo  below  the  number  of  infectious  disease  notifications  during 


tho  yoar,  from 

which  it  will  bo  noted  that  there  have 
serious  outbreaks. 

INFECTIOUS  DISEiiSES. 

boon  no 

Disease. 

Total  Cases 
Notified, 

Cases  Admitted  to 
Hospl tal. 

Total 
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STATISTICS. 


Live  Births: 

Legitimate  “^vg-  * 

Illerutimate  15 

m-nfh  Pfite  for  1.000  of  estimated  re si_dont_Q.opula.tiB.iXL 


Still  Births: 

To^l,  Males, 

Lo^'7,ltiraate  15  6 

Iliogitimato 

Rate  per  ^,000  total  (live  and  still):  14o86 

Deaths : 

Total,  Males  <> 

372  207 


Death  Rato  per  1^000  estimated  resident  population: 


Males • 
10 


Females , 
5 

14.32 


Females » 
9 


Femal os, 
165 

13o52. 


D oaths  from  Puerperal  Qua 3 os : 

Death  rate  per  1,000  letal 
(live  and  still  births) 


Puerperal  Sepsis 
Other  puerperal  causes 


Deaths  of  Infants  und^f*  one  year  of  ar]:o: 


Tot  al . Males ♦ 

Legitimate  25  12 

Illegitimate  1 1 

Death  rate  of  infants  under  one  year  of  ay,o ; 

All  infants  por  1,000  live  births 
Lor^ltlmato  infants  por  1,000  live  births 
Illon:itimato  infants  por  1,000  live  births 


Females. 
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65o98 

63.45 

2o54 


Deaths  from  Cancer  (all  ar^os)  56 

Deaths  from  Moaslos  (all  ao;os) 

Deaths  from  Dlarrhooa  (under  2 yoars) 

Deaths  from  Whooping  Cough  (all  ages)  • 


POPULATION ; (Registrar  General’s  Estimate  - Mid-year)  27,  520 
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CAUSES  OF  DEATH 


Typhoid  and  Paratyphoid  Fcvors 

Corchro-spinal-Fovor 

Scarlot  Fovor 

Whoopin3  Cou^h 

Diphthoria 

Tuberculosis  of  tho  Respiratory  Systom 

Other  forms  of  Tuberculosis 

Syphilitic  Disoasos 

Influenza 

Moaslos 

Acuto  Poliomyoliti s 

Acuto  Inf -.ntilo  oncophaliti  s. 

Cancer 

Diabetes 

Intracranial  Vascular  Lesions 
Heart  Disease 

Other  Diseases  of  tho  Circulatory  System 

Bronchitis 

Pneumoni a 

Other  Respiratory  Disoasos 
Ulcer  of  Stomach  or  Duodenum 
Diarhoca  (under  2 years) 

Appendicitis 

Other  digestive  diseases 

Nephritis 

Puerperal  and  Post  Abortion  Sepsis 

Other  maternal  causes 

Premature  Birth 

Other  Infantile  Diseases 

Suicide 

Road  Traffic  Accidents 
Other  Violent  causes 
i'JLl  other  causes. 


Malos.  Females. 
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WATER  SUPPLY. 


(i)  Water  supplied  to  the  area  by  the  Durham  County 
Water  Board  has  been  satisfactory  both  in  quality  and  quantity* 

(ii)  17  samples  of  plpod  supplies  woro  taken  for 
bactoriolosical  examination,  of  thoso  8 woro  satisfactory  and 
9 unsat isfac tor3r , 

Uii)  There  is  no  cvldonco  of  plumbo  solvent  action 
in  the  water  supplied  to  the  aroa. 

(iv)  The  9 samples  of  water  found  to  bo  unsatisf actor^^- 
on  initial  sampling  were  reported  to  tho  Durham  County  Water  Board 
and  the  users  wore  advised  to  boll  all  water  before  drinking. 

Tho  mains  wore  subsequently  flushed  and  further  samples  taken  proved 
to  bo  satisfactory.  A deep  well,  suppl^-ing  a house  in  the  rural 
part  of  tho  aroa,  was  closod  following  unsatisfactory  water  samples 
in  the  previous  year. 

(v)  No  houses  in  the  aroa  arc  supplied  bj’^  moans  of  stand 
piposo  8,880  houses  with  a population  of  27,560  are  supplied 
direct  from  the  public  mains  of  tho  Durham  County  Water  Board* 
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FOOD. 


During  tho  year  1951  6 Sts.,  11  lbs  of  Fresh  Meat,  17  Cwt 
4 Sts.,  8 Lbs.,  9 Ozs  of  Tinned  and  Prepared  Bleats  and  10  Cwt  ., 

2 Sts.,  12,  Lbs.,  7 Ozs.  of  Other  Foods  wore  condomed  as  unfit  for 
human  consumption. 

The  following  food  premises  were  inspected  during  the 

year 


187  Shops 
4 Stalls 

.11  Restaurant  and  Hotel  Kitchens 

11  Bakehouses 

2 Food  Factories 

9 IVIilk  Distributor's  Promises 

4 Premises  registered  for  the  manufacture 
and  sale  of  ice  cream. 


There  were  no  notified  cases  of  Food  Poisoning  during 
tho  year  1951. 

Bio  diff icult’^^'  has  been  experienced  in  enforcing  Byelaws 
made  under  Section  15  of  the  Food  & Drugs  Act,  1938, 


